CHAPEL  IN  THE  HILLS 

This  is  a  full  size  replica  of  the  famous  800  year  old 
Borgund  Stavkirke  (Stave  Church)  in  Norway.  It  is 
nestled  in  the  hills  five  miles  v/est  of  Rapid  City, 
S.  Dak.  Original  Norwegian  carvings  adorn  the  inside 
and  outside  of  the  church. 
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